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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 12030 220907Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-07 /020 W 

032680 22I245Z/43 

R22090IZ JUL 77 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9997 
AMCONSUL MUNICH 

UNCLAS BONN 12030 

E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: ADS REQUEST - HIAC INSTRUMENTS DIVISION 
PACIFIC SCIENTIFIC CO., MONTCLAIR, CA. 

REF: BONN 11751 

FOLLOWING ADDITIONAL PROSPECT HAS BEEN LOCATED: 

KONTRON TECHNIK GMBH 
POSTFACH 105 
D-8057 ECHING 

CONTACT: ISOLDE GIORDANO 
PHONE: 08165-771 
TELEX: 05-26719 

COMMENT: KONTRON TECHNIK GMBH IS ONE OF THE KONTRON 
GROUP OF COMPANIES WITH HEADQUARTERS IN SWITZERLAND. 

FIRM IMPORTS AND DISTRIBUTES MONOCHROMATOGRAPHS, 

SPECTROGRAPHS, GAS CLEANING EQUIPMENT, MEASURING 
EQUIPMENT, ETC. AND WANTS TO EXPAND ITS LINE OF BUSINESS. 

COMPANY'S FINANCES ARE IN ORDER AND OBLIGATIONS ARE SAID 
TO BE MET PROMPTLY. FIRM EMPLOYS 30, LAST ANNUAL SALES 
AMOUNTED TO DM 10 MILLION. 

APPROVING OFFICER: GUSTAF COONTZ, COMMERCIAL COUNSELOR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 12030 220907Z 

STOESSEL 


UNCLASSIFIED 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 22-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BONN12030 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770262-0255 

Format: TEL 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770731/aaaaazyk.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: f7c1 ea65-c288-dd1 1 -92da-001 cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 BONN 1 1 751 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 02-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1783181 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REOUEST - HIAC INSTRUMENTS DIVISION PACIFIC SCIENTIFIC CO., MONTCLAIR, CA. 

TAGS: BEXP, GE 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/f7c1 ea65-c288-dd1 1 -92da-001 cc4696bcc 
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